COMMISSIONING 


Nine Key element of successful plant commissionin 


1- 


Without proper planning you will not be able to commission a plant safely and in time 


2- MECHANICAL 


This is the time when the commissioning team takes over the systems from the 


3- P&ID 


Commissioning engineers will verify that everything in the field is built according to 
the specifications. 


4- PRE- 


It includes cleaning of pipes, by blowing and flushing, mechanical cleaning of vessels 
and tanks, no load test runs of motors, and more. 


5- 


This part includes: Introducing of utilities, dry running trials, hot running trials, safe 
fluid dynamic testing, solvent dynamic testing, and process fluid tests. During this, lots 


6- ed. 


The whole plant will be taken slowly to full operation. 


7- INTIAL 


This phase is necessary to prepare for the performance test. During this the entire 


8- PERFORMANCE 


It is a big moment for the whole commissioning team. Now we have to proof that the 
plant meets our specifications and normal operating conditions 


9- POST 


During the post commissioning phase, a reduced commissioning staff will take care of 
punch points. DO NOT under estimate the time for the post commissioning activities. 


